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8', r, which is closed at
the top, is ahout 5 rnm.
long and s about 30 mm.
At from 5 to 7 mm. be-
low the bulb, s is widened
into a collar x by soft-
ening the glass tube in
the blast-lamp flame and
pressing it together. The
iron holder g has at t a
thick perforated sheet-
iron cap for holding r.
The holder bends around
the bulb and is supplied
at the lower end with the
perforated iron plate ie,
which is bent at a right
angle, and holds the pro-
jection s. u may be set
where desired by means
of the screw v, to which
the slot through which it
passes gives a play of sev-
eral millimeters, s pro-
jects 4 to 5 mm. beyond
the plate u. The iron
collar y is fastened to g
in such a position that it
just slips under the fork
/ when the holder and
bulb are placed over the
end of the iron tube pass-
ing through the rubber